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even to the Dead. 


tice of this Cafe will not be foreign to the Purpofe. 
On Saturday laft came to 


thy Friend of mine, a reputable Citizen, who about 


feven Years ago remov’d to a diftant County Town, to 


carry on his Bufinefs. 


This unhappy Girl, a little before her Father’s Kemo- 
val, bad foclifhly married one of his Apprentices. My | 
Friend was at firft a little angry at it: But being of an | 


eafy reconcileable Temper, he foon forgave her, kept 


the young Fellow at Work with him as long as-he te- 


main’d in London, and then recommended him to an 
Acquaintance of the fame Profeflion. The linle Kind- 
nefies of a tender Mother, who had her Daughter thus 
sunder her Eye, added to this Couple feveral of the Con- 
veniencies of Life ; and the Awe of an Infpectos, who 
‘was at once a Mafter and’a Father-in-Law, brought the 
Hufband to fuch a Habit of Induftry, that there was a 
Profpect of their living as comfortably as could be ex- 
pected upon Labour at good Wages. For as my Friend 
had a large growing Family, and had met with confi- 
derable Leties, it did not fuit him, upon going into a 
new Scene of Life, to part with Money enough at pre- 
fent to fet them up for themfelves. 

& At his leaving Town, however, he took care they had 
an Apartment well furnith’d, left them.a little ready 

Cath, and was fatisfied with the Profpect of their not 
wanting “ull he had an Opportunity of providing for 
them better. Ever fince he has taken care to fend them 
Tokens at all the Annual Feftivals, and did not know 
buc their Situation was as good as he had expeéted. [had 
always thought the fame, and never made any Enquiry 
about their Circum ftances. 

_ My Surprize, you may be fure, was the greater, at 
feeing the young Woman in the Condition above de- 
firibed. She told me with Tears, thar her Hufband was 
dead, and the, with two fall Children, alinott perith- 
ing with Hunger and Cold ; begging that I would write 
to her Faiker an Account of her miferable Circum- 
fiances, and the Occafion of them. 

J gather’d from her, that this Hufband was far from 
proving fo good as his firft Behaviour had promis’d ; 
that he bad fquander’d away moft of the Money he had 
eain'd, and kept the Family but very poorly at homie ; 
tuat even for what Provifions they had, and fometimes 
to fupply his Extravagances, fe had been oblig’d gra- 
dually 10 part with their Houfhold Goods and beft Ap- 

arel ; fo that upon his falling fick, a very few Weeks 

\inefs had reduced her to fearce a Rag to cover her, be- 
fides which the had nothing left except the Bed upon 

which the Corpfe of her dead Hufband now lay. 

The Reafon why fhe had never fent her Father an Ac- 
count of his bad Hufbandry, was, becaufe he fhould 
“ot reproach her for what fhe had done: And the fame 
Reafon, with the Hopes of his Recovery, prevented 


OUR Correfpondent who figns 
a) UNHAPPY, in your Paper of, 
the 8th Inftant, has very pa- 

#1 thetically defcrib’d the Hard- 
ER hips fuffer’d from Parifh Officers 
by the Living = But I have an 
Inftance juft now before me, 
wherein their Cruelty extends 
As you 

ave us Room to expect fome 
Reprehenfion of the Want of 
Bowels in thefe Gentlemen, I prefume your me No- 


my Door a moft miferable 
tatter’'d Object, aiking to ‘eau me: The Maid 
would not give an Anfwer tm fhe had call’d her Mif- 
irefs to look at the poor Creature, Who was quite grown 
‘out of Knowledge to my Wife: However, upon her 
prefling to fee me, I was call’d, and foon recogniz’d, 
notwithftanding the Difguife, the Daughter of a wor- 





her commufficating their Diftrefs during his Sicknéfs. 
Now he was dead, fhe was afham’d of her own Negle¢t, 
and therefore apply’d to me as an Interceffor, 

But with Regard to what is the principal Motive of 
my Writing: During this Ilinefs, the had got fome of 
her intimate Acquaintanceto apply to the Parifh Officers 
for Afliftance, who urg’d the Neceflity of its being 
immediate. They were at firft abfolutely refus’d, and, 
after repeated Importunitits, put off from Time to 
Time, ’till the poor Fellow died, and Jeft his Wife and 
Children in the Condition I have deferib’d. 

Two Hundred Miles Diftance, at which her Father 
dwelt, was too far to rely on him for a Burial in any 
decent Time. She therefore got Application again to 
be made for defraying this at the Parifh Expence. 
But now another Queftion arofe: ‘ If we bury the 
* Man, we acknowledge him a Parifhioner, and may 
* bring on his Widow and Children to be a Charge to us. 
‘ We will therefore firft enquire if we have a Right 
* 10 do this” It appear’d, upon Enq iiry, that the firft 
Part of the young Fellow’s Servitude had been in ano- 
ther Parith, and the latter.in this where he died: And 
on this Pretence fhe was put off from Day to Day, ’till 
the Neighbours, fhe told me, had bought a Coftin and 
Shroud by ,Subfcription, and were going to beg the 
Ground. As for her own Part, fhe was itil at a Lofs 
to know where to apply for prefent Bread for herfelf and 
Babes, ’till five could have Time to hear from her Fa- 
ther: Buc from that Anxiety, you may be fure, I re- 
liev’d her. 

This is no Merit, however, in the Parifh Officers, for 
whom the poor Woman and her Offspring, by what I 
can perceive, might have perith’d, as well as her Huf- 


band’s Body Jain above Ground *uil ir had rotted,— 
And what makes this Cruelty the more fingular f 





fome of the Officers had beca old Companions of fet 
Father, and always profefled for him a great Friendf p. 4 
I do not underftand what Law will compel to on 
fuch Occafions, that being a Means by which the Poor 
and Miferable can feldom find any Redrefs: But Huma- 
nity, common Humanity, fhould teach other Things 
than this: Charity to the Needy being not a Chiiftian 
Duty only, but a Virtue of which the Heathens had a 


“anxious will he be to adminifler immediate Relief! 





very high Idea: And how incumbent then fhoajd thofe 
think it upon them who call themfelves Chriftians, 
when they remembez, that there is not a Sin in the 
whole Scripture Catalogue againft which more Judg- 
ments are denounced. than againft Hardnefs of Heart 
and Want of Compailion to the Poor and Diftreffed ? 

Bcfides, there is a Sort of Self-Iniereft purfu’d by 
Acts of Beneficence to thofe who are in Want. For 
can any Man enfure his own Family, or even himfelf, 
from being reduced to Neceflity, how affluent foever his 
Circumitances may be at prefent? And ‘if this fhould 
ever happen to one who in Office had diftinguifh’d 
himfelf for Cruelty to the Poor, what Reproaches 
mutt he bear from his own Confcience, as well as from 
his Fellow Sufferers, who had been infulted by him in 
his Profperity ? + . 

But in withholding the laft Office from the Dead 
there is fomething fo favage, fomething fo repugnant to 
the Practice of all Nations, whether we call them civi- 
liz’d or barbarous, that it is at the fame Time fhocking 
and furprizing to hear of it in a Nation which pretends 
fo much as we to Good-nature and Politenefs. 

By adding to thefe Thoughts what you think proper 
of your own, you will oblige your con{tant Reader, 

Joun’ TENDER. 


From my CHAMBERS. 
R. TENDER’s Remarks are fo very juft upon the 
Points he hath touch’d, that he leaves me no- 
thing to add: And the Cafe he hath mention’d is the 
more affecting from the Oblivion of Friendthip towards 
the Father that has been thewn to the Daughter. “I 
could not read it without entering inio the Situation of 
this worthy Parent, when he knows the Calamities of 























































his Child. How wiil his Eyes flow with Tears! How 
What grateful Sentiments will he have for his reat 
Friend, and what an indignant Contempt of Men who 
had no more Regard for their former Profeflions |— 
Thefe mutt be of the wort Sort of Gilicers, characteris’ 
by my Correfpondent, who fign’'d UNHAPPY,——Men 
who have hard Heatts, and care not what their Fellows 
Creatures fuffer. 

But whether Hardnefs of Heart, or Oftentation of 
faving the Parifh Money, be the Motive, there is one 
Reafon which leaves thefe crue] Oppreffers of the Poor 
Os cruel they alike gre in Effect) without the leaft Exe 
cufe. 

They do not the Duty of their Office, and are therefore ans 
faithful to their Truft. ‘Yo take Care of the Poor is their 
Duty, the vesy End for which their Office was inftitus 
ted, and the very Reafon for which they have an.almoft 
unlmited Power. "Tis true, they are to diftinguifh, 
and not receive to Charity all that may elaim it, when 
they can otherwife fubfift: But where the Neceflity is 
plain, they fhould not in Juftice either refufe or delay 5 
and even if it be doubtful only, ’tis better ten Impoftors 
fhould tafte our Charity, than that one really indi 
fhould be deny’d it. And where People are known to 
have liv’d in good Circumflances, and to have Minds 
above the Thought of forming mean-Pretences to excite 
Compaifion (which appears to be UnHaPey’s Cafe) 
the Kelief fhoiuld meet them, the Curators of the Poor 
fhould find them out, and fave them the difagteeable 
Tafk of Petitioning ; which perhaps they, dl 
*uill upon the Verge of ftarving. 

It were better to avoid the Formalit# 
and Churchwardens, if neceflixous Perfons were, acer all, 
to be-left co perifh : It would be eafy for every Man to - 
deny, if there were no Laws to compel; and i would, © 
be difficulc for the Needy properly to ask, if there were 
no Officers appointed to apply to. afer ce of «4 
which muft be, that thofe who had no lawful cinsof 
living, mutt either ftarve, or fuffer Death for endeavour- © = 
ing to live by Thefi and Violegbe upon others, m3 

Phe Money diftributed by Pagifh= is not 
Charity 5 on the Contrary, if Fame they 
fometimes the greateft Penfioners themfelves4 
pofing them itrittly juft, they are only en 
difpence to the Poor their legal Due, taking a 
in their Power nor io lavifh the Parifh Money upos im- 
proper and unworthy Objects. ar“. 


In fome Meafure to fulfill my other Promifes of this = 
Day Fortnight, I muft tell my Correfpondent of thar 
Day, that ’till he proves there is a rational accoumable 
Soul in Beafs, as all Chriftians hold there isin Mag, 
the Commandment againls Murder cannot in thefame . 
Degree extend to the Slaughter of them, as it does to the — 
Dettruction of our Fellow-Creatures——But if evar it 7 
fhould be found a Dury (as many have cadeareagaae F.>-¥ 
prove it) to abftain from all Bioodjied, I would have no — 
Objection: And certainly dtuis beter to fhed noBlocd ~ « 
at all, than from the Cuttoat of ilaughtering Beafts for. 
our Nourifhment, 10 infer that.we have equal Power ~ 
over human Life. Mr. UNuABPY, for his own Parry 
I would advifé 20 keep this Commandnient fully, in bis 
owen Senc, rather than from a Breach Of it in a lefler 
Degree, 10 conclude thac_ he has equal Liberty ina. 
Degree he muft himfelf acknowledge to be greater, if he 
at all owns the Doctrine of the human Soul. —_ 

To fay that the Breach of any othe? Commandme 
with regard to our Neighbour, is as. bad as Murder; 4 
unjuftifable and fhocking 5 fince .Murder deprives ; 
of every Thing in this Life, whereas the wrongingt him 
in other Refpects, can only deprive him of fome pgstigs 
lar Enjoyments. : 7 : A gs 

His nexi Queftion is, Whether a Man who judtiheiagy » 
the Adi of SelfMurder fends up his Petipions Te Th 
great Author of our Being, may not expettto- ned 
Prayers heard, as well as one who is ¢xpiti 


* 





tural Way ? This I think eafily anfwer'd, if indeed it de- 
ferves any Anfwer. The Man expiring in a natural 
Way does nat die by his own immediate AG, and con- 
feuently afffs Pardon for no Sins he is going to commit, 
or then committing. But the Self-Murderer, by afking 
Pardon, acknowledges the Guilt of what he is going to 
perpetrate ; and at the fame time refolves, in Spite of the 
divine Command, and his own Acknowledgment, to 
commit this guilty A@, tho’ he knows there can be no 
Repentance, and that God has declar’d he will not par- 
don the Impenitent. 

The Aan fentenc’d by Law, which is his next Cafe, 
knows, if guilty, that he fuffers for the Crime, and there- 
fore ought to bear the Shame, as well as the Pain, and 
the Privation of Life, to make Attonement to the 
World: And if not guilty, his Innocence will enable 
him to bear the Misfortune with Fortitude, in hopes of 
having that Innocence clear’d, which it fcarcely ever 
would be (as indeed no body would endeavour it) if he 
{neak’d out of the World to avoid a Shame he did not 
deferve. 

As to the see) atm I can’t fee that in the Circum- 
ftances my Correfpondent reprefents himfelf, heis yet in 
great Danger of that 5 for which I gave him Reafons be- 
fore: Nor do[ remember that ever [ heard of a Man’s 
Jaying violent Hands upon himfelf to avoid the laf 
Extremity of ftarving, before which at leaft no body 
fhould defpair. Mifers, indeed, there have been, who 
have deftroy’d themfel ves for fear of {pending their Mo- 
ney, and fo wanting what they had not a Spirit to ufe: 
But the State of a Man ftarving, in my humble Opi- 
nion, is very different; for it is unlikely he fhould have 
Strength, Courage, or Means to execute on himfelf the 
near-approaching Stroke of Nature. 


P.S. Mr. Honesty may reft affur’d, that the Quo- 
tation from Prior was not made to glance at any fup- 
pos’d Malice in Him 3 but only in general, agreeably to 
the Poet’s Meaning, te hint at the Neceflity of a nice 
Qbdfervation of our own Conduét, that we may not fall 
into any little Indecencies, or [ndifcretions, againft which 
there isno Law, Maxiin, or Rule directly prefcrib’d.— 
As to the reft, I am exceedingly gladto hear the Publi- 
cation of his Letter has done any Service. 





FOREIGN AFFAIRS. 

Petershourg, Fan. 26. Her Imperial Majefty celebrated 
Yefterday at the Palace, with the greaieft Magnificence 
poffible, the Anniverfary of the Inttitution of the Order 
of the Black Eagle of Pruffia, and the Czarina was drefs'd 
in the Habit of the Order, and wore the Riband. She 
fate between the Great Duke and Durchefs; Prince 
Auguftus ef Holftein fateon the <5, of the Grand 
Duke, and the Baron Mardefeldt, his Prudian Majetty’s 
Envoy Extraordinary on the Left of the Grand Dutchefs. 
All Things were conducted with the greateft Order and 
Decency, and at the Clofe of the Feaft, her Imperial 
Majefty drank the Heaith of the King of Pruffia in Cere- 
mony. As to political Affairs, Things remain on much 
the fame Foot as they did; the Saxon and Pruflian Mi- 
nifters have both received Inftructions to invite her Ma- 
jefty to accede to, and guaranty the Treaty of Drefden, 
to which, however, it is thought the Court does not 
much incline. The Fleet that is to put to Sea in the 
Spring, will confift of twelve Men of War of the Line, 
and eighty Gallies, and the Army we are forming wiil, 
by the Firft of March, confift of 100,000 Men at leaft. 

Copenhagen, Feb 3. His Majefty’s Diftemper continues 
toincreafe, the Councils are no longer held in his Pre- 
fence, becaufe his Majefty has the Head-Ach to fuch a 
Degree, that he is not able to endure the {malleft Noife. 
The epidemic Diftemper that prevailed amongft the 
Black Cattle is in a Manner ceafed, and it is hoped, we 
thall very foon be able to fend as great Quantities asufual 
to foreign Parts, which will be extremely agreeable to 
the Country People, who have fuffered feverely by the 
Jaterruption of that which is their principal Commerce. 

Vi-nna, Fe.9. Her Imperial Majefty expecting every 
Day to be brought to Bed, has devolv’d the Care of her 
hereditary Dominions entirely on the Emperor, in whofe 
Prefence alone al] Councils are heid, and who will dif- 
patch every Thing ’till her Majefty is up again. We 
expec here daily the Arrival of General Palavicini from 
Traly, and with fo much the greater Jmpatience, be- 
caufe it is faid that he is immediately to fer out for Ber- 
lin, to execute a Commiffion there of great Importance. 
This Morning an Exprefs arrived from London with 
very agreeable News, upon which twe General Officers, 
that it was believ’d would not have ierv’d this Year, 
had Oxders given them immediately to fet out for Flan- 
ders ; Qut the Depasture of Prince Charles and of Prince 


*tenbourg, has been kili’’d upon the Spot, in a Ren- 





Lobkowitz has been again put off, and it is believ’d 
they will nét leave this City in lefs than a Month. 

Duffeldorp, Feb. 18. The Rear-Guard of the Auftrian 
Troops which are going into the Low Countries, have 
pafs’d the Rhine, and march with all poflible Diligence. 
Letters from Berlin and other Places unanimouily agree, 
that the King of Pruffia is refolv’d to augment his 
Troops to 150,000 effective Men. 

Hague, Feb. 18. It is reported here that Fitz James’s 
and Kuth’s Regiments had been embark’d at Oftend, 
anda French one at Dunkirk, for Scotland; but are all 
faid to be relanded again. 

Amflerdam, Feb. 21. M. Van Hoey has acqtainted 
the States General, that in Cafe the Britifh Court would 
grant the Subjects of the Republick an entire Liberty in 
regard to Navigation, the Moft Chriftian King would 
do the like. The College of “the Admiralty of this City 
has juft puteight Men of War into Commilfion to con- 
voy our Merchantmen. 

Lisbon, Fan. 24. There enter’d this Port Yefterday, a 
Ship from the Groyne, with Advice that fix Spanifh 
Men of War were arriv’d there from the Havanna, 
having on board the Treafure, amounting as it is faid, 
in the whole to fifteen Millions, regifter’d and untre- 
gilter’>d. We learn by the fame Ship, that five French 
Men of War were arrived in the fame Port from Cadiz, 
and that they were to fteer from thence for Ferrol, in 
order to join four Spanifh Men of War that are there, 
and then fail with them to Brett. 

Genoa, Fan. 25. We have no lenger any direct Com- 
munication with the Ifle of Corfica, and the arm’d Vef- 
fels of the Malecontents cruize even upon our Coatts 5 
which makes it thought that the Affairs of the Repub- 
lick there are upon a very bad Footing, notwithitand- 
ing what has been given out tothe contrary. We learn 
b, Leiters from Leghorn, that Co]. Lucas Ornano, who 
had taken the Part of the Republick, met with very 
litile Succefs. 

Milan, Febt. A few Days fince a fmall Affair hap- 
pen’d upon the Teflin, where the Spaniards forced 2 or 
3000 Imperialiftsin a Poft; but had themfelves goo 
Men kill’d and wounded. 

Nedena, Fcb.1. A Deferter that came in here this 
Morning, tells us, that the Allies propofed to break 
Ground before the Citadel of Milan this Day Se’nnight, 
having provided every Thing neceflary for the carrying 
on that Siege with Vigour. The French General 
M. Maillebois is very ill, it is faid the Air of Italy does 
by no Means agree with him, and that he has written to 
the Moft Chriitian King for Leave to return Home. 

Florence, Feb. t. Recruits are raifing all over the Ec- 
clefiaftical State, and even in the City of Rome, and 
they are fent to Civita Vecchia, to a Country Houfe of 
the Spanifh Conful, ’till a fufficient Number is got to- 
gether to be embark’d. The Spanith Agents buy up all 
the Corn and other Grain they can get, in order to 
tranfport it likewife to Genoa. The Regency has re- 
ceiv’G Notice, that the Republick of Genoa had given 
Orders to M. Papperini, the Emperor’s Agent there, to 
leave their State in three Days, without telling the 
Motive of that Order ; Notice thereof is fent this kven- 
ing to Vienna. 

From the London Gazette. 

Stcekhoim, Feb.1. The general Converfation of this 
Town turns on the Difatters which have befallen the 
Swedifl. Officers, engag’d by the French Embailador, 
fince they left .nis Place. Fifteen or fixteen of them, 
by formes A.c:ounts, had been put in Goal for Excefles 
committed by them on the Road to Gottenbourg ; and 
we hear fince, that feven or eight more are run away to 
Norway, for Fear of being taken yp for Debt : Some 
have been wounded by the Boors, fome have been 
drown’d, and one Wallin, Son of the Bifhop of Gor- 


counter with another Officer, under the Walls of his 
Father’s Houfe, who, happening to be at the Window, 
and alfohis Mother, were Eye-Witneffes of their Son’s 
tragical Death. On the 13th Inftant a Fire broke out at 
Gortenbourg, by which one Third of the Town has been 
confum’d, and moft of the above-mention’d Officers loft 
their Equipages ; and according to the lait Letters, thofe 
Gentlemen, for Want of Lodging, have been oblig’d to 
repair on Board the Ship prepar’d for them ; but we do 
not yet hear when they are to fail. 

Stockholm, Feb.8. The Swedith Officers are ftill at 
Commons and tho’ we do not hear any Orders are 
come for diiinifling them, yet it is generally believ’d 
thar will be the End of this Affair, as our Advices from 
all Partsfay, that the projected Invafion from France 
upon England is laid afide. 


here, dated the 7th Infant, which prohibits the hold: 
ing of Cattle-Markets in Jutland ’till farther Orders, 2 
a Means to prevent the {preading of the Conta be ia 
that Province. The fame Precaution is likewtes b- 
ferv’d in Zealand and Fuhnen. We have jutt po d 
the following Advice, dated the oth Inftant from Gor 
tenbourg: By a ftrong Gale at N. W. laft Sunday, the 
Frederick, whieh was to carry the Swedith Officers "had 
the Misfortune to come a-ground between the Saw-Mill 
and the Old Caftle, and now that we have low Water 
there is not above eight or nine Foot where fhe la “ 
tho’ fhe would require four or five Feet more to fet ‘4a 
afioat. Yefterday they were taking out her Guns, 
There is great Reafon to believe that the was bound for 
North-Britain, becaufe People have been tamper’d with 
to go with the faid Ship, under Pretext that the might 
poflibly happen to be driven op that Coa&; 

Hague, Feb, 22. By Letters front Brabant arrived fince 
laft Pott, the French had made an Attempt upon Fort 
Monterey with a Detachment of two or three thoufand 
Men; but had met with fo much Oppofition, that they 
drew off again with confiderable Lofs. “Phe'Prince of 
Waldcek marched Yefterday from Mechlin towards Bruf- 
fels, with all the Troops he could get together. This 
Morning the Council of State pronounced their final 
Sentence upon Colonel Appious, and the re® of the 
Dutch Officers, under Profecution for Misbehaviour at 
the Batde of Fontenoy, and declared them all Cowards 
(the Dutch Term is Schelm, the heavieft Note of Infamy 
than can be inflicted on any Miltary Perfon, who is lefe 
alive) banifhed them for ever, under Pain of Death 
out of the Seven Provinces, and the Diftrié of the Ge- 
nerality; with Ceatifcation of their Goods, Eftates, &c. 

Willemftadt, Feb. 23. We have Advice here by M, 
Chalmers, Lieutenant in Schonen’s Regiment in this 
Service, that this Morning at Nine o’Clock he had met 
with and fpoke to the Major of Natfau’s Dragoons, late 
of the Garrifon of Brufiels, who had told him, that he 
was fent Exprefs to the Hague by General Vander Duyn, 
to bring the States the News, that on the rgththe Gar- 
rifon of Bruffels had capitulated. 

That the Conditions were, that the Garrifon was to 
be Prifoners of War, their Arms to be depofited in the 
Arfenal of Bruffels, “ull they were exchanged ; the Bag- 
gage belonging to the Garnfon was to be fent to Ant- 
werp, Breda and Maeftricht. The Britith Horfe-Guards 
and Horfe Grenadier Guards are on board, and the Blue 
Guards are now embarking. 





IRE LAWN D. 

Dublin, Fan.8. Monday laft four Perfons unknown 
enter’d the Houfe of Mr. Howard, of Knockath neae 
Moar, in the County of Weftmeath, and after forcing 
him, by the moft barbarous Treatment, to difcover 
where his Money, Notes, and other Effects of Value 
lay, firft robb’d him of feveral hundred Pounds, then 
murder’d him, and a Servant Maid, and tying the reft 
of the Family, made their Efcape. The fame Gang of 
Robbers have committed of late feveral Robberies ia ~~ 
that Country. 

Laft Week died at Cork, Caleb Falkiner, Efy; an 
eminent Banker, and a Gentleman of a very fair Cha- 
racter. 

Lait Thurfday died at Dundalk Mr. Robert Leathes, 
Cathire of the Cambrick Company, whofe Death isa 
great Lofs to the Publick, as he was a Gentleman of 
great Integrity and the tirft Manufa@urer of the Cam 
brick Manufacture at Beifaft, from whence he remov’d 
to fettle at Dundalk, where that Manufacture is now 
carrying on with the greateit Succefs. : 

Sunday lait died of a Dropiey, David Perfe, of Spring- 
Garden in the County of Galway, Efj; one of the Juf 
tices of the Peace of the fid County, anda Captain in 
Col. Blakeney’s Regiment of Horfe Malia, a young 
Gentleman of an exceeding good Character, and whole 
Death is univerfally lamented by all thofé who had the 
Pleafure of his Acyuaintance. 

We hear that the Houfe of Lords have refolv’d that 
Conftantine Phipps, Efy; has fully prov’d the Allega- 
tions of his Petition againft the Right Hon. the Earl of 
Anglefey, and that in confequence of fuch Kefolution, 
they have referr’d the Matter of Complaint to his Ma- 
jefty’s Court of Exchequer. : ; 

We hear from Cork, that the Old Noll Privateer in her 
late Cruize put into the Canaries, where 150 of her Men | 
went on Shore to Water, that the Country People came 
down and took fix of them, whom they ftripp’d 
ufed in a moft barbarous Manner, one of whom was 
their Second Lieutenant, Mr. George Chinnery of Cork. 












Copenhagen, Feb. 15. An Ordonnance is juft publifh’d 


a very large Ship was put on Shore near the Harbour, 


“~ 


By Letters from London-Derry we are inform’d, that = _ 
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joaded with Flaxfeed, Flour and Lumber ; and that all 


Hihe Ship’s Crew, and a great Number of Paffengers 


were drown’d : The Country People ftole and carried off 
all that came afhore of the Cargo, which was very con- 
fiderable. {tis believ’d the Ship is from Philadelphia, 

‘Dublin, Feb. 8. On Sunday lait died Sit Robert Adair, 
Knight Banneret. He was much honour’d by King 
William the Third of Immortal Memory (for his emi- 
nent Services in the late Revolution in raifing a Regi- 
ment of Foot and a Troop of Horfe) who knighted him 
inthe Field. He was of a merciful and forgiving Dif- 
pofition, and diftinguifh’d fo towards his Tenants: He 
was very Temperate, and liv’d to a great Age, and retain- 
ed his Senfes to the laft, having dictated a Letter, and 
fubfcrib’d the fame a very few Hours before his Death: 
He was a moit polite Gentleman, and an excellent Com- 
panion, which make his Death much lamented by all 
his Acquaintance. By his Death, his eldeft Son, Capt. 
Adair get an Eitate of r500]. a Year. 


SCO TrTLA N D. 

Edi.burgh, Feb. to. A Detachment of the Duke’s Ar- 
my has iaken Poffeffion of Dunkeld. Several People 
who had been active in the Service of the Rebels ase 
imprifon’d in Perth. 

Yeflerday the Dutchefs Dowager of Perth was brought 
here under an Efcorte of Dragoons, and committed to 
the Caftle ; and that Night the Vifcountefs of Surathal- 
Jan was alfo broughe here, and confin’d to the fame 
Place. 

The Ships of War, Sloops, Tenders, &c. that were 
lying in the River Clyde, are fail'd io guard the Wef- 
‘tern Coalts. 

Lait Weck the Colours of the Regiment of Glafgow 
Voluntects, were deliver'd by the Right Hon. the Lar] 
of Home, their Colonel, to the Officers te be tranfport- 
ed to GJafgow. As the Citizens of that Place have re- 
markavly diftinguifh’d themfelves, during this Kebel- 
lion, by their Loyalry and Affection to tae Govern- 
ment, in feafonably appearing in Arms to aflift along 
with his Majetty’s Forces, to guard the important Pafs 
of Sterling ; and as that Regiment was allow’d to make 
a very fine Appearance, noiwithftanding that it had been 
rais’d and march’d ig nine Df&ys ; it is but doing them 
Juftice to inform the Publick, in what Manner Gene- 
zal Hawley laiely difmifs’d the Regiment. His Excel- 
fency was pleas’d io fend for the Officers fome Days after 
their Return from Falkirk, and after thanking them for 
their paft Services, which he told them he fhould repre- 
fent to his Majeity ; he acquainted them, that as the 
Time for which the Town of Glafgow had agreed to 
fubfift the Regiment, was now expir'd, and as his Ma- 
jefty was to have, in this Country, more than a Sutfi- 
ciency of Forces to quell the prefent Rebellion, he 
judg’d it his Duty to difpenfe with their farther Atten- 
dance, which was expenfiye both to the Town and to 
themfelves, and likewife a real Lofs to the Country, by 
withdrawing ufeful Hands from the Manufactures. 
Upon which the Officers unanimouily affured the Ge- 
neral, that they were willing to continue to ferve their 
King and Country, at their own Expence, and thar 
they would be ready at a Call, whenever their Atten- 
dance fhould be judg’d neceffary, or in the leaft Degree 
ufeful to the Service. His Excellency has fince receiv’d 
his Majefty’s Commands to thank the Regiment for 
its Service during the late Action near Falkirk. The 
Day the Army march’d from this Place, that City fent 
their Deputies to wait on his Royal Highnefs the Duke, 
who were introduced the Day after at Falkirk, by the 
Right Hon. the Lord Cathcart, and were moit graciouily 
receiv’d. 








Lait Monday diedthe Rev. Mr. James Glafgow, Mi- | 


nifter to the Garnfon of the Caitle, much and deferved- 
ly lamented. 

On Saturday Afiernoon thirty-fix Tranfports, under 
Convoy of four Mer of War, with the Hetlian Troops 
or Board, arriv’d in the Road of Leith: They are com- 
manded by his Royal Highnefs Prince Frederick of Hetfie, 
who that Night Janded at Leith in perfet good Health. 
His Highnefs is attended by a Son of the Duke of Wol- 
fenbuttle, the Earl of Crawford, and feveral other Per- 
fons of Diftinction ; on his Arrival the Cattle fir’d a 
whole Round, and thirty-one great Guns Yefterday on 
bis entering the Palace of Holy-Rood-Houfe. Ai Noon 
the principal Inhabitants of this City attended his High- 
nefs with their Congratulations on his happy Arrival, 
and at Night he was elegantly entertain’d by the Lord 

*Juttice Clerk. An Exprefs was immediately difpatch’d 
to acquaint his Royal HighnetS the Duke of their Arri- 
heed and we hear Orders are come ro difembask them 

Ic. 


Cee 


Yefterday Lord Matk Ket, Governor of the Caftle of 
Edinburgh, &c. arriv’d in Fown, and at Two in the 
Afternoon enter’d that Fortrefs, which fir’d a complete | v 
Round on that Occafion. 


Men of War, is off Montrofe. The Eltham, Urfula, | r 
and two Tenders, fail’d Yetterday to join him. His 
Fleet is properly difpos’d along the Coatts. The Bridge- 
waier Man of War has taken a Spanifh Privateer of | I 
eight Carriage and four Swivel Guns, avout 1y0 Tons | v 
Burthen, and 40 Men, which had landed fome Money, 
Arms and Ammunition to Peterhead; as the Velfel was | | 
neap’d, fhe could not get off; but after taking the Pri- 
foners; Guns, &c. on Board, the Captain of the Bridge- 
waier caus’d her to be unrigg’d, and took Security from 
the principal Inhabitants of that Town, that fhe fhould 
remain in that Situation, and be deliver’d up on his Re- 
turn from a Cruize to the Northward, The Exeter Man 
of War is come to Leith Road. 

Capt. Hill, late Commander of the Hazard Sloop of 
War, has made his Lf{cape from the Rebels. 

Several more Prifoners are brought to Town, On Fri- 
day four Countrymen came with no lefs than eleven 
Highlanders. 

Yefterday died in an advanc’d Age, Mr. Ravid 
Spence, Secretary to the Bank of Scotland, which Office 
he held fince its firft Erection in the Year 1695, with 
great Reputation. 





LOn DON. 

Phurfday fe’nnight his Majefty went to the Houfe of 
Peers with the ufual State, attended in the State Coach 
by the Duke of Kichmond and the Earl of Lincoln, and 
gave the Royal Aifent to the following Bills, viz. 

A Bill toeftablith an Agreement between the Gover- 
nors and Company of the Bank of England, to advance 
the Suia of 1000000 |. at Four per Cent. to the Govern- 
ment. 

A Bill to empower his Majefty to make Rules and 
Directions to prevent the Dittemper fpreading among 
the Horned Catile. 

A Bill to indemnify the Court of Seffions in Scotland 
for not meeting on the rft of November laft. ~ 

And to fome Naturalization and private Bills. 

The following is the Scheme for rarfing three Million 
for the Service of the current Year, viz. Two Millions 
and a Half Annuities at Four per Cent.. Half a Million 
by way of Lottery, the Blanks and Prizes to carry Four 
per Cent. The Subfcribers for 100 Tickets, with the 
Proportion of Annuities, are to have a Life Annuity of 
90 1. per Annum, and fo in Proportion for a greater or 
leffer Number of Tickets fubfrib’d. 

Hampton-Court Palace is order’d to be fitted up for 
the Royal Family to refide in fome Part of the Summer. 

And the Lodgings which his Royal Highnefs the 
Prince of Wales refided in at St. James’s are to be fitted 
up for his Highnefs the Prince of Hetle, againit his 
coming to Town from Scotland. 

Several Kecruiting Serjeants are gone into different 
Counties, inorder to raife Men for his Majefty’s Service. 

By Letters from the North we have a Confirmation 
of the taking Lady Ogilvie and Lady Kilmarnoch, 
with fome other Ladies of Diftinétion, by a Party of 
his Majefty’s Forces. And the fame Letters add, that 
the Clans of M‘Donald and Cameron are entirely dif- 
pers’d, and every Man gone to his refpective Habitation. 

His Majefty has been pleafed to appoint the Right 

Hon. the Earl of Rockingham to be Lord Lieutenant 
and Cuttos Rotuloruia for the County of Kent. 

Capt. Mitchell being appointed Commodore of the 
| Squadron of Men of War in the Downs, Admiral 
Mayne ftruck his Flag in the Princefs Louifa \efterday 
f{e’nnight. 

Monday was held a Board of Admiralty, when their 
Lordfhips appointed Capt. Sutton to be Commander of 
the Swan, anew 20 Gun Ship, lately built ar Chetter. 

On Saturday the Lords of the Treafury appoinied Mr. 
Rofe to be Chief Clerk of the Stores at Tilbury Fort, in 
the room of Mr. Child, deceas’d. 

The Lords of the Treafiury have appointed Mr. Sa- 
muel Crook, a near Kelation to Samuel Crook, Efy; of 
Nottingham, to be a Searcher of the Cuftoms for the 
Port of Liverpoo}, in the room of Mr. Marlworth, de- 
ceafed. 

On Tuefday aft the Lords of the Treafury appointed 
Mr. Edward Davers to be Clerk of the King’s Brew- 
houfe in St. Katherine’s, in the room of Mr. Kelfall, 
appointed Storekeeper. 

Laft Week was married at St. Albans, Chrifto- 
pher Fortefcue, Efy; Comptroller of the Cuftoms for 
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of the Ia'e James Coleraine, Efy; many Years Govet- 
nor of the Itle of Guernfey, an agreeable young Lady; 


Admiral Byng, in the Gloucefter, with fome other } Death of William Griffith, Efg; many Yearsa confide- 
of Major-General Howard’s Regiment; Nephew to 
ver'd his Health. 


one of the Riding Officers for the County of Surrey 3 
and on TuefUay la{t the Lordy of the Treafury appointed 
Mr. Hind to fuceeed him. 


Mr. Henry Jernegan, a noted Banker, in Ruffel-Street, 
Covent-Garden. 


Square, upwards of 6o Years of Age, the Hon. Martin 
Bladen, Efy; of Albutyhatch in the County of Effex, 
Member of Parliament for Porifmouth, and one of the 
Commiflioners for Trade and Plantations, the Salary of 
which is rooo |. per Annum. 


ing in Surrey, the Rev. Mr. Thomas Archer, Fellow of 
Oniel College in Oxford, and Vicar of Eaft Hadley in 
Suffex. 


General-Poft-Ottice. 


Jephfon, in Partnerfhip with Mr. Cooke, an Apothe- 
cary of 


Ell 


o/ 


with a Fortune of 20,0001, 
By Letters from Jamaica we have Advice of thet 


able Merchant of that Iiland. 
On the roth Inftant died at the Bath, Capt. Cockran; 


atrick Crawfurd, Efg; Member of Parliament for Air, 
vho was wounded at Fonienoy, and never fince reco- 
This young Gentleman was efteem’d 
yy all that knew him, and is much répretted. 

Yefterday {e’nnight died at Croydon, Mr. lfaac Nelfon, 


On Saturday laft died of the Gout in his Stomaéhy 


Laft Saturday Night. died at his Houfe in Hanovet+ 


Laft Sunday Night died of the Small-Pox, at Toot« 


Monday laft died, at his Houfe in Alderfgate-Street, 
Robert Giddings, Efy; Clerk of the Chefter Road in the 


Monday died at his Houfe without Newgate, Mr. 


reat Practice. 

Laft che Evening died, at her Houfe in Fen- 
church-ftreet, Mrs. Powell, au Undertaker of great 
Bufinefs. = 
On Tuefday died Mr. Stanfield, in Partnerthip with 
Mr. Sherman, eminent Mercers in Ludgate-ftreet. 

On Saturday the Scaffolding wastaken down from the 
fine Monument erected by Mr. Cheere on the South Side 
of Weftminfter-Abbey, in Memory of the late Siz fohn 
Chardin, the great Traveiler 5; under the Arms of Sir 
John, on a Scroll, is this Morto, alluding to the Ho- 
nour he acquir’d by travelling, viz. Nomen fibi fecit cundo 5 
and under the Meafuring Wheel, Quadrants, Books, 
&c. put in Manner of Trophies, is Sir Jobn Chardin ; 
and lower, Soli Deo Gloria; and at the Bottom of the 
Monument, Refergam 3; ail thefe Charatters are_put in 
Brafs Letters, fix’d into the Marble in a beautiful Man- 
ner, refembling the antient monumental Infcriptions. 

Laft Week the Lord Archbifhop of York prefented 
the Rev. Dr. Sydenham to the Rectory of Malton in 
that County and Diocefe, void by the Deathof the laft 
Incumbent. 

Tne Lord Bifhop of Winchefter has prefented the .. 
Rev. Mr. Cozins, A.M. to the Vicarage of Singfield. ~~ 
in the County of Hants, void by the Death of the Revi 
Mr. Richardfon. F 

Thurfuay {e’nnight the Earl of Cholmondeley prefei 
ed the Rev. Mr. Charles Garth, Author of feveral excel- 
lent Treatifes in Defence of Chriftianity, to the Rectory 
of Milton cum Beftworth, in the County of Salopand 
Diocefe of Litchfield, void by the Death of the lait In- 
cumbent. i 

Tuefday laft the Governors of Guy’s-Hofpital met at 
the Courr-Room, and elected the Rev. Mr. Wingfield, 
Lecturer of St. Thomas’s Southwark, to be Chaplain of 
the faid Hofpital, in the room of the Rev. Mr. Drew, 
deceas’d. 

Yefterday fe’nnight, in the Evening, Mr. James, an 
eminent Siiver-Flater in Giltfpur-Street, was unhap- 
pily ftruck down and kill’d by the Pole of a Hackney- 
Coach at the End of Chancery-Lane in Fleet-Street, 

On Tu-fday Morning a Fire broke out in the Hon 
of Mr. Wilkinfon, at the Three Bowls, a Pawnbroker 
in George’s-Court, St. John’s-Lane, which entirely con- 
fum’d the fame, and damag’d fome others adjoining, An 
elderly Man and Woman, who lodg’d in the Garret, ~ 
were unhappily burnt to Afhes ; and the reft of the Fa- 
mily narrowly efvap’d. Ic broke out in the Evening 2 
fecond Tim, and burnt with great Fury in fome Back 
Houfes; upos which an Engine went immediately from 
the Hand-in-Hand Fire-Office, and prevented it - 
ing farther. 

The fame Day a Fire broke out at the Wine-Vauits, 
facing the Biuecoat Hofpital in Newgate-ftreet; but by 
the timeiy Afliftance ofythe Fitemen, &c. it was foon 
extinguith’d, wichour Zet~yany further Damage than 












the lile of Wight, to Mifs Salley Coleraine, Daughter 
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Cirewit appointed for the Lent Affizes. 
CHESTER CIRCUIT. 
Matthew Skinner, Eq; 
The Hon. John Talbot, Efq; 
Montgomery, Saturday, March 15, ai Pool. 
Denbighfoire, Friday, Marca 21, at Wrexaam, 
Flintfoive, Thurfday, March 27, at Flint. 
Chefoire, Wednefday, April 2, at Chefter 
According to the laft Advices from Naples, all the 
Warehoufes of the Englifh and Dutch Merchants ther 
had been lock’d and feal’d up, in {pre of the Protefts of 
the Confuls, and the Illegality of fuch Proceedings ina 
free Port, as Naples has been hitherio efteem’d. It 
expected thatall the Ships of the two Nations will alfo 
be fearcin’d. 
They write from Paris of the 1 
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8th Inftant, that the 


Duke de chlieu was arriv’d there from Dunkirk. 
Thefe Letrers add, that the Troops that were embark’d 
at Dunkirk were relanded, and that they were to march 


towards Bruticls, an ordes LO join Line Army unger Vount 
Sax 
The J ley, Gibfon, (one of the outward-! 
fhon | , who was faii’d to join Convoy) 1 
by ch Dogger Privateer, within ten Leagues ¢ 
Wight; the fame Privateer afierwards « 





the Lile of g ias 
the Providence, Mitchel], anotlier of the Portugal F lect, 
whio made her Efcape by getting into Weymou 

The juttitia, Jonnfon, from Maryland tor London, i 
taken by the French and carry’d into St. Jolin de Lace. 

The Swift, Hayman, bound from 
London, was taken the 8th Inttani 
vateers, and carried inio Sr. Malo. 

The Martha and El:zabe 


Newlour ind 


by two Freach Pri 
f 


h, Hedger, from Chichefte: 


to Dublin, was taken the sch Inttant between jortand 
and the Siari, by the Fortune Privateer of St. Malo, 


and fent for that Place. 

The Speedwell, Potter, from Newfoundland, is alfo 
taken and carried into St. Malo, 

The Diligence, Hodfon, from Carolina for New I 
land, is taken | ya finail Spani (h baivateer, and caisied 
into Hifpaniola. 

The Bohemia, Harding, from Maryland, laden with 
Tobacco, for Biddeford, 1staken by a Prenel: Privateer, 
and carry’d into Bayonne. 
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: poe ore (he, 
uimfelf the French Embaffador, and Lord George Mur- 


even Pieces of Brafs Cannon, four Cover’d Waggons 
and 14 Carts, with Ammunition, efcoried by Lord Lewis 
Gordon’s Men: The fame Day the main Body of Horfe 
and Foot crofs’d the River Tay in a ftraggling Manner, 
took their Route for Coupar of Angus, viz. thofe 
| called the Lite-Guards, Pitiligo’s, Lord Ogilvy’s, and Sir 
James Kinloch’s ; and feveral of the above Gentlemen 
| a 
| went with them. On Tuefday the qth, the French 
Picquets, about 1co Men who Jay in Garrifon here, com- 
| : . 
| 


and 


| 
Ee On Monday the 3d, there went from Dunkeld 
{ 


manded by Col, Creighton, and Mr. Roberifon of Faf- 
killy, and Blairfitty, with their 140 Men, accompanied 
by Lord Strathallan, Gatk, Lord George Murray, and 
the remaimung Fart of the Gentlemen before-mention’d, 
yas’ Likewife the faid River, excepting Secretary Mur- 
ty, who went on Monday Afiernoon to Lord John 
rummond’s at Fairnton, where it is alledg’d the Pre- 
Son was, and L. Kilmarnoch, the French Em- 
baflador fo called, Macleod of Raza, and another Genrle- 
ho went in a Coach for Dunkeld. This Town 
acuated on Tuefday the qth, between Eleven and 

Iwelve in the Forenoon 3 about an Hour after march’d 
| through the Town a finall Party from Creif, and crofs’d 

the faid Kiver. The Rebels leit here 13 Pieces of Iron 
| Cannon, about eight and twelve Pounders, nail’d up 3 
and threw into the River 14 Swivel Guns, lately be- 
longing to his Majefty’s Sloop the Hazard, which were 
teken our again this Morning: They alfo threw a great 
(Juantity of Cannon Balls inco the River. 

Perth, Feb. 8. His Royal Highnefs has been here ever 
fiuce the 6th Inftant ; and we are cmploy’d in lay ing in 
our Magazines of Bread and Forrage. Two Deiach- 
ments, of 5co Footeach, have been ient forward 3 one 
to Dunkeld, under the Command of Lieuten 
Sir Andrew Agnew, with 120 Argyilthire Men added 
thereto; the otlier, under the Command of Lieutenant 
Colonel Leighton, to Caftle Menzie, a Mile on the 
o her Side of Tay-Bridge. The reit of the Army re- 
mains here, in order to reft the Regiments of Foot, afier 
the great Fatigue they have undergone. 

Ail the Irith and Scotch who came from France, are 

@, under the Command of the Perfon 
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gone off to Monirofe, u 
itilmg himfelf Lord John Drummond. The Hazard 
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p the Captain 


Extradt of a Letter from on Loard Lis Vajefty’s § 

at Plymouth, Deb. v1. 
© Capt. Thomas Fox, appointed our Commander, ar- | 
riv’d here Yeiterday. Ihe five Men of War who 
fail’d on a Crnuize on the 6th Inttant, are return’d from 
their Cruize, with a large French Privatecr. They 
give an Account of five Sail of French Men of War 
being cruizing off Scilly ; and that there were 28 Sail 
of Privateers at Sea from St. Malo; which we hope 
togivea good Account of ina few Days. Our Fleet 
is very Healthy, and in good Spirits. Weare now 
under Way, with a fair Wind.’ 

Extract of a Letier from: 14 eymouth, Feb. 12. 
© Laft Monday Moming a fuare-ftern’d French Pri- 
vateer Ketch, of eight or ten Carriage Guns, entcr’d 
our Bay, and took three Britifh Veflels (that were 
flanding, as we fuppofe, to the Weftward) whofe 
Names we don’t know, by reafon none of them were 
ranfom’d, but carry’d eft the fame Day; and about 
Two o’Clock in the Afternoon the fame Privateer had | 
the Impudence to come within Cannon-Shot of the | 
Shore which makes the Mouth of the Harbour, and 
then tack'd for the North Shore, and from thence at 
Night flood to Sea, and in the Morning caine in for 
* Land again, for we faw her yefterday. 
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From ihe Londen Gazette Extraordinary, Feb. 12. 
Narrative of the Rebels Retvert by the Way of Perth, 
Perth, Feb. 5. Upon Sunday the zd Initanr, the Re- 
els caine hither, in ftraggling Parties on Horfeback, 
from Nine in the Morning io Seven at N ight, when 
Lord Lewis Gordon’s, Lor Ogilvy’s, and Sir James Kin- 
Joch’s Men, cwuie in a Body, as did the French Picquets 
about Nine: Thefe laft confitted of not above roo Men, 
and the Whole amounted to about 1500. About 200 
Stragglers follow’d on Monday ; and the fame Day came 
in from Creif 140 Men, commanded by Mr. Rober.fon 
of Fatkilly, and Blairficy, and brought in with them 
feven Pieces of Brafs Cannon, and four Cover’d Wag- 
gons 3 19 Carts with Ammunition came in alfo on the 
Zd. The Perfons of greateft Diftinétion, who came in 
with them, were, Lord Pitiligo, the Perfon call’d Lord 
hn Drummond, Lord Ogilvy, Lord Kilmarnoch, Lord 
cho, Lord Lewis Gordon, Sir John Macleod and his 
Brother, Brigadier Stapleton, Majors Nairn and Kennedy, 


Sloop is gone North abour, in order, as is fuppos’d, to 
carry off the Pretender’s Son 5 who, according to our | 
beft Informations, lay on Thurfday Nigitt Jatt at Blair | 
of Athol, with a Body of the Rebels, not amounting, 
by their ewn Account, 1500 Men ; tho’ it be the great- 
eft Number they have any where together. 

Edinburgh, Feb. 8. Five in the tfiernon. ‘This Moment 
the Prince of Heile,and the Earl of Crawford, witn the 
Heflians, are fafely arriv’d in the Road of Leith. They 
e from Willemftadt on Tueflay laft, and have had 
a very good Patfage. The Troops will remain on board 

is Royal Higtnefs the Duke of Cumberland’s Plea- 
fure isknown, to whom an Exprefs has been difpatch’d 
to Perth, where his Highnefs was on the 6th, with No- 
uce of their Arrival. In the mean while, Preparations 
are making for tlie Reception of the Prince of Hetle, and 
Bread and Forage are providing for the Troops. Adm:- 
ral Byng is cru:zing off Montrofe with fome Men of 
War, as is Capt. Balfour off Peterliead. About 14 Days 
ago a Spanith Privateer arriv’d in the Port of this laf 
Place, with about nine Ton of Gunpowder, three Chetts 
of Money, and feveral Chefts of Sma!! Arms on board : 
all which were prefently after landed, and the Money 


cain 


iit his 





and Powder were conducted to Montrofe by a Party of 
the Rebels. Capt. Balfour has fince taken the above 
Privateer ; but net being able to get her out of the faid 
Port, on account of her being nipp’d there by the Tides, 
he propofes to burn her. 

From the London Gazette. 

Mentrofe, Feb. 9. The laft of the Rebel Army Jefe this 
Place Yetterday at Noon ; it is judged their Route is for 
Aberdeen. All to the Southward of this Place is now 
clear of them. Icis generally thought the Pretender’s 
Son was here, a Perfon having been brought into this 
Town, and kept very privately all Friday Night laf, 
and having moved off before Day-light on Saturday 
Morning. The Party here confifted of about roo Gen- 
tlemen, 50 of what they call the Life Guards, 2@ Huf- 
fars, about 159 private Men, with Lord Elcho. Lord 
George Murray lodged three Miles from this Place on 
Thurfday Night lait, and the fame Day Lord Pitiligo 
paffed by Brechin, and muft of the common Men, ex- 
cepting thofe of the Clans, went that Road. There 
was not above 25 of the Men which came from France, 
that returned from Sterling, and Ten of thofe remain 








Secretary Murtay;. Mr. Migéweltp the Perfon who itiles 





here in order to throw themfelves at the Feet of his Royal 





Highnefs the Duke of Cumbetland. This Afternoon ' 
Your o’Clock wwoShips came to an Anchor at al a 
Ditance of Half a League from this ster 
is fuppofed to be Admiral Byng. 
Dunkeld, Feb. 9, at Night. By a Country Man jut 
returned from Dalnacardoch, who had been carr 
Baggage for the Rebels, there is an Account, that 
Friday Night lait about 1000 of the Clans, with abo 
40 Gentlemen on Horfeback, s0 Baggage Horfes - 
gether with all the Prifoners carried from Falkirk as 
vere in a miferable Condition, fome Wanting Shoe ald 
Stockings, arrived at Dalnacardoch in their Way to 
wards the North: That Yefterday their Artillery vith 
about 80 Cart Loads of Baggage, was carried off 
from Blair, and that it was given out that the 
were driving them to Ruthven in Baddenoch: The 
Yefterday in the Afternoon Lochiell, and fome 
oiher Gentlemen, marched Northwards: That very 
few Men remained about Blair but what belorie’d te 
Lord Lewis Gordon’s Regiment: That the prevended 
Prince, anda Number of Genilemen, continued at Blaig © 
this Morning, the fri®@ ¢ ountryman left that § 
Place. All the Men preffed out of this Country have 
already made their h{Capes, and are return’d Home. The 
Guards as far asdown 





when 


Rebels as yet coniinue to keep Out- 
the Pafs of Killychranky. 
Perth, Feb. 10. By Advices from Montrofe, the French, 


anda Numb ‘rof Rebels, making toge 





Hyer «A, 
Ue 700, upon 


feeing the Impoflibility Of geting from thence by Sea, 
as Admiral Byng watel’d them fo clofely, (after nailing 4 
and {poiling fome Cannon, which they could not carry by 


from thence by Land) march’d to Aberdeen and Peters 
head. It is not quite certain whether the Pretender’s 
Son is actually at Blair, or incognita with his other 
Party that is gone from Monitole, bat whatever the 
Reafon of it is, the Rebels give out that he is every § 
Day hunting and hawking at Blair. The Duke off 
Athol has puclifh’d 2 Declaration, requiring all his Vafu #4 
fals to come to Dunkeld and Kirk Michael, and join the 
Troops that are to be {ent thither to difarm and appre- 
hend the Rebels, on Pain of cheir being proceeded again 
with the utmoft Severity in Cafe of Refufal. Yefterday 4 
General Campbell came hither to meet his Royal High. 
nefs the Duke, and brougiit with him four Companies 
of Weftern Highlanders. Since writing the above, cere 
tain Intelligence is come in, that the Rebels had retir’d 
from Blair, upon our two Detacliments taking Poft at 
Caftle-Menzie and Dunkeld. It is now to be: hop’d, 
that they are fully prevented from forming a Corps any 
more, as we fhall have Potleffi 
firft Place where they can rendezvous. Major General 
Campbell is to be fent to tlie Weltern Highlands, whilft 
his Son remains here with 600 High!anders to go upon 
Parties. As foon as we can lay up our Magazines of 
sread, we fhall march Northward by the Coaft, to be 
more at hand to fend Detachments into the Hills, as ig 
will be impoflible for the whole Body to go that Way. 

St. Fames’s, Feb. 14. This Day the Right Honourable 
the Earl of Granville refign’d the Seals into his Majefty’s 


st 









fion of Blair, whichisthe = 














Hands, which his Majefty was pleafed to re-deliver to 
his Grace the Duke of Newcaftle, and to the Right Ho- 
nourable the Earl of Harrington, his Majelty’s Two 
Principal Secretaries of State. 

Whitehall, Feb. 18. The King has been pleas’d to cons 
ftiture and appoint Colonel Robinfon Sowle to be Colo- 
nel of his Majefty’s Marine R giment of Foot, date 
under the Command of Major General Lowiher, de- 
a4 

Colonel William Graham to be Colonel 
ment of Foor, late under the Comma 
Robinfon Sow! 


Lieutenant Colonel James Kenned 


cea 
of the Regi- 


! of Colonel 


to be Colonel of 






the Regiment of Foot, la:e under tie Command of Co- 
lone! William Graham. And 

Major General William Blakeney to be Lieutenant 
Governor of his Mayjetty’s Town and Citadel of Ply- 
mouth, in the room of Lieutenant Governor Gybbon,y 
deceas’d. 

BAN K R U PT S. 

Edward Preftridge, late of Camelford, in Cornwall, 
Dealer and Chapman. ; 

Richard Rutt, late of Fith-Street Hill in the City of 


London, Kaberdather of Smatl Wares. 

James Monk, lite of Bofton in New-England, but 
fince of London, Merchants. 

Benjamin Grant and William Manby, of Scarbo- 
rough, in the County of York, Flaxdreflers and Part- 
ners in Trade. 

John Croxen, of Southmintter in the County of 
Effex, Grocer and Chapman. 
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Printed by J. Meres, in the Old Barly, near Ludgate ; where Letters to ie Author, and Advertifements are taken ins 
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